WILSON LINEMEN'S GLOVES 


Wilson Steam Cure Linemen’s Gloves 
represent, in our opinion, the finest pro- 
duct in the entire field of rubber glove 
manufacture. They are made by experts, 
who have consistently, year after year, 
turned out quality merchandise. We feel 
it would be impossible to exercise greater 
care or to observe a closer inspection than 
is followed in order to obtain the safe and 
sure protection demanded where human 
life is at stake. 

ALL WILSON LINEMEN’S GLOVES 
are constructed to meet the A.S.T.M. and 


N.E.L.A. specifications for both Class A 
and Class B. Any failures on initial tests 
where these standards are followed are 
replaced free of charge. 

Both straight and curved finger gloves are 
obtainable in 14" and 18" lengths. The 
14" lengths are furnished in sizes and half 
sizes 9 to 12. The 18" lengths in sizes 
1.0, 10/4 and 11 only. Both styles and 
lengths in the following voltage ratings: 
10,000 volt, Class “A” and “B”, 15,000 
and 20,000. Please specify size and cata¬ 
logue number when ordering. 


WILSON STEAM CURE LINEMEN'S GLOVES 

(BLACK) 


Wilson Steam Cured 
Linemen’s Gloves are the 
result of years of labora¬ 
tory experimentation, to¬ 
gether with actual service 
conditions. 

Our formula has been 
developed so as to in¬ 
clude the necessary (and 
often times costly) ingre¬ 
dients essential to guar¬ 
antee the highest qualities 
in dielectric strength, low leakage resis¬ 
tance to sun exposure, heat and corona 
conditions as well as the longest possible 
life. Each one of these requirements is 
provided for with the most carefully 
selected agency. 


Along with these qualities, the Wilson 
Glove has been worked out on the basis 
of an extremely high content of choice 
rubbers giving thereby that fine flexibility 
which is otherwise found only in pure 
gum gloves. 

When such a pliable stock is further com¬ 
bined in a glove of our patented curved 
finger or form fitting construction, it is 
immediately apparent that such easy wear¬ 
ing qualities, producing, as they do, less 
fatigue in manipulation, give a glove that 
is far more efficient, economical and safer 
in all ways. 

Linemen everywhere appreciate the 
opportunity of working with this fine 
product. 



10,000 VOLTS 

Cat. No. Length 

610-WAA Class “A” 14" 

610-WAB Class “B” 14" 

610-WB Class “B” 18" 


STRAIGHT FINGER 

15,000 VOLTS 

Cat. No. Length 

615-WA 14" 

615-WB 18" 


20,000 VOLTS 

Cat. No. Length 

620-WA 14" 

620-WB 18" 




IMPORTANT INFORMATION 

EFFECTIVE AUGUST 15, 1939 


WILSON 



GLOVES 



PATENTED 
NO. 1294105 


RESALE PRICES: It is suggested that the larger utilities be sold 

at list prices. Smaller Buyers at list plus 
$6.00 per, dozen. Note: "Price subject to 
change without notice." 

PACKING .... Both Linemen's Gloves and Protectors—one 
pair to box. 

TERMS .. F. O. B. Canton, 2% 10 days—30 net. 


WILSON BLACK 

STEAM CURE CURVED FINGER LINEMEN'S GLOVES 

10,000 VOLTS 15,000 VOLTS 20,000 VOLTS 


Cat. No. 


Length 

Cat. No. 

Length 

Cat. No. 

Length 

810-WAA 

Class “A" 

14" 

815-WA 

14" 

820-WA 

14" 

810'WAB 

Class “B” 

14" 

815-WB 

18" 

820-WB 

18" 

810'WB 

Class “B” 

18" 







Short—10" 


LEATHER PROTECTORS 

We recommend the use of leather protectors in conjunction 
with Linemen’s Gloves as they are very economical when 
one considers the amount of wear and abrasion the gloves 
receive without their use. 

The material used in these protectors is the finest flesh side 
split horse, with cowhide cuffs. It wears smooth, dries out 
soft, and will therefore not harden after being used in water. 

Being specially designed for Linemen’s Gloves they are 
very flexible and just light enough to make a perfect 
fitting protector. 



Gauntlet—13^4" 


Please note that these protectors are furnished in two lengths, the 10" or short protector, 
and the 1 2>y 2 " or gauntlet type protector. It is important to specify which is needed 
when ordering. Both types fit either straight or curved finger.. 


No. WP-2 

13G" Length 


No. WP-I 

10" Length 







